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Message Text 


UNCLASSIFIED 

PAGE 01 ISTANB 00074 101439Z 
43 

ACTION FBO-01 

INFO OCT-01 NEA-05 ISO-OO ( ISO ) W 

066129 

R 101356Z JAN 74 
FM AMCONSUL ISTANBUL 
TO SECSTATE WASHDC 4843 

UNCLAS ISTANBUL 0074 

E.O. 11652: N/A 
TAGS: ABLD, TU 

SUB J : HEATING SYSTEM SURVEYS 

REF: ISTANBUL 3989 
STATE 250828 

1. URGENCY INHERENT IN POST REQUEST TO FUND SURVEY 
HEATING SYSTEM OBX 21482-C IS CAUSED BY MASSIVE 
DETERIORATION FOUND IN SURVEY MAIN BUILDING SYSTEM 
OF SIMILAR VINTAGE. 

2. RE PARA 3 DEPTEL: LOCAL ENGINEER FOUND CRACKS 
EXTEND THROUGH C AND R AREA CEILING TO CHANCERY 
BUILDING ROOF BUT UNABLE DETERMINE WHETHER THEY ARE 
DUE TO OR ARE CONTRIBUTING TO STRUCTURAL WEAKNESS 
AT WESTERN PORTION OF BUILDING. POST INTENDS PURSE 
INVESTIGATION WITH SEABEE NEXT MONTH AND WILL ADVISE 
FBO RECOMMENDATIONS AND EXTENT NECESSARY FUNDING AT 
THAT TIME. 

MACE 


UNCLASSIFIED 


NNN 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 10 JAN 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974ISTANB00074 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: ISTANBUL 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 97401 51 /aaaabwdx. tel 

Line Count: 45 
Locator: TEXT ON-LINE 
Office: ACTION FBO 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: ISTANBUL 3989 
Review Action: RELEASED, APPROVED 
Review Authority: WorrelSW 
Review Comment: n/a 
Review Content Flags: 

Review Date: 01 OCT 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <01 OCT 2002 by rowelle0>; APPROVED <21 -Nov-2002 by WorrelSW> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: HEATING SYSTEM SURVEYS 
TAGS: ABLD, TU 
To: STATE 
Type: TE 
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